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New Western Electric 
Audiometer has special 
masking device for test- 
ing bone conduction of 
each ear separately 


Western Electric’s new 6 A Audi- 
ometer marks a great advance in 
audiometric measurement . . . pro- 
vides an entirely new and scientific 
toul for testing hearing impairment. 
It is another outgrowth of Bell 
Telephone Laboratories’ many years 


of research in the field of sound. 

A continuously variable frequen- 
cy makes possible testing at any 
frequency between 100 and 10,000 
cycles per second. It provides greater 
power at moderate price. 

The instrument is thoroughly 
portable, easy to operate, requires 
no batteries—can be operated from 
any AC or DC 110 volt outlet—and 
has many other new and outstand- 
ing features. 

For full details of this scientific 
instrument, write Graybar Electric 
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Hunorens of school physicians 
can raise the grade marks of 
thousands of children. Pupils 
who cannot hear a// the teacher 
says cannot be expected to learn 
as quickly. Teachers frequently 
judge a bright child ‘‘dumb” 
when hearing difficulties are the 
fault. 

School physicians have a spe- 
cial responsibility in those cases 
and we want you to know about 
the Buck Rogers 25th Century 
ACOUSTICON JR, especially 


ACOUSTICON 


580 FIFTH AVE. NEW YORK © Pioneer Makers of Hearing Aids Since 1903 


for children. ACOUSTICON is 
a precision hearing aid accepted 
by the Council on Physical Ther- 
apy of the American Medical 
Association. 

An authorized ACOUSTI- 
CON consultant will be glad to 
give you general information or 
to cooperate with you in specific 
cases. An Acousticon Institute is 
probably listed in your telephone 
directory. If not, we invite you to 
write us direct for details of the 
Buck Rogers ACOUSTICON JR. 
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PRESIDENTIAL MESSAGE 


CHARLES C. Witson, M.D. 
Hartford, Conn. 


As I prepare this message for the Tenth Annual Meeting of the Ameri- 
can Association of School Physicians, I feel keenly disappointed at not 
being able to attend this meeting and not being able to deliver these 
remarks in person. But the urgency of numerous local problems prevents 
my leaving the city for the time required to attend the Convention and I 
am forced to forego the pleasure of meeting with you and of discussing 
topics of mutual interest. 

In my opinion, an annual message should do two things. First, it should 
report on the development of the Association’s program during the year, 
and then it should call attention to any important trends that seem to be 
of specific interest to school physicians. I will construct this report along 
those lines. 

In the Association’s program I would like to call attention to the con- 
tinuation of Committee work as organized and developed by my prede- 
cessor, Dr. Keene. 

The committee on Tuberculosis under the chairmanship of Dr. J. A. 
Myers of Minneapolis has continued to be active in the study of tubercu- 
losis among school children. Its previous report relating to the early 
discovery of tuberculosis by means of tuberculin testing and x-raying 
positive reactors was published not only in the School Physicians’ Bulletin 
but in the monthly bulletin of the National Tuberculosis Association. It 
has been, and will continue to be, an aid to school physicians who are 
anxious to develop an efficient school program which can be integrated 
with a community program for the control of tuberculosis. Studies of the 
results of tuberculin testing in different schools of the country will be 
reported by this Committee in the future. 

Under the chairmanship of Dr. Harold H. Mitchell of Freeport, New 
York, a Committee on Standards in School Health Service has been 
organized. The first report of this Committee will be given at the Business 
Meeting of this Convention. It is hoped that this Committee will function 
for several years and that it will assist all of us in developing standards 
for the health service part of our programs. 


Many of you are acquainted with the placement work which has been 
carried on by Dr. A. O. DeWeese of Kent, Ohio. Dr. DeWeese has been 
gathering information concerning vacancies in school health work and 
available applicants for such vacancies. He has already been able to help 
in the placement of several well-qualified applicants. 
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At last year’s meeting in Milwaukee a suggested ‘Physicians’ Manual” 
was presented by a Committee headed by Dr. A. G. Ireland of New Jersey, 
During the past year this Committee was asked to condense their report 
so that it would be of a size more practicable for printing and distribution, 
This manual will present information concerning the duties, relationships, 
and methods of school physicians. It is our hope that the Committee will 
be able to condense the size of their report without seriously curtailing 
the many helpful suggestions included in their original report. 

So much for the Committee work of the Association. This work, in 
my opinion, is extremely valuable and should be continued with the whole- 
hearted co-operation of all members. 

Many of the activities of the Association have been carried on by our 
Secretary-Treasurer, Dr. William A. Howe, who will present his own 
report. Suffice it for me to express my appreciation of his helpful sugges- 
tions and his willingness at all times to answer questions and be available 
for conferences. Without the guiding and stimulating hand of Dr. Howe 
our Association would be seriously handicapped. 

One further remark on the Association's program. As many of you 
know the Association has encouraged the formation of state groups of 
school physicians. The outstanding state groups, to my knowledge, are 
those in Michigan, New York, New Jersey and California. [t was my 
pleasure last June to attend a session of the New York State group and to 
observe the interest and attention which they were giving to school health 
problems. The development of these state groups is gratifying, and strength 
should be given to all such efforts. With their development, however, 
there has arisen certain specific questions. What should the national 
organization do to help state groups? What should state groups do to 
help the national organization? Put in another way the question is, How 
can national and state groups be mutually helpful? At the business meet- 
ing of the Association, our Secretary will discuss this question and suggest 
a plan which will be of help to both groups. 

Turning from the program of the Association I would like to call 
attention to three things which I think should receive the attention of every 
school physician. These are: 

1. The integration of the work of the physician with others working 

with the school health program. 

2. The health of the teacher. 

3. The evaluation of school health programs. Let me make one or two 

statements concerning each of these three. 

The integration of the work of the physician in the school with other 
school personnel doing school health work is essential in order to eliminate 
duplication of activity and in order to see that some things are not left 
undone. As time goes on, we find that some activities previously carried 
on by physicians have been transferred to others. For example, we now 
expect the nurse or teacher to do the weighing and measuring, the Snellen 
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test and the audiometer testing as well as the daily inspection for con- 
tagious disease. We also find that the health instruction program is 
carried on by a variety of teachers. A few weeks ago I visited a high 
school and found the home economics teachers, the physical education 
teachers, the civics teachers and science teachers all contributing to the 
health instruction of pupils. With so many people contributing to the 
school health program it is well for all to give some thought to the inte- 
gration of the entire program. 

The health of the teacher is discussed in several text-books on the ad- 
ministration of the school health programs and a number of articles on this 
subject have appeared in the literature. We should give some thought to 
this subject. Our responsibility for preventing the spread of contagious 
disease by teachers will be unquestioned. But how far should we go in 
other fields of teacher health? Is the teacher able to assume responsibility 
for this herself? Can we encourage the teacher to obtain medical care from 
her own physician? What can the schools do to prevent particular health 
hazards to which teachers may be subjected? These questions should be 
answered by physicians who advise in the conduct of school health programs 
and it may be desirable that the Association study and report on this 
problem. 

The third thing I would like to call to your attention is the growing 
tendency to evaluate the results of school health programs and particularly 
school health service. A noteworthy beginning of this type of work was 
Kaiser's study of the results of tonsillectomies. Further efforts along this 
line are evidenced by the study of “School Health Policies” by the Joint 
Committee on Health Problems in Education, the report “Physical Defects 
—The Pathway to Correction” and the recent book by Miss Annette M. 
Phelan entitled “A Study of School Health Standards.” These types of 
study deserve the full-hearted co-operation of school physicians because 
they lead the way to improvements in the quality of school health work. 
It is only through the process of evaluation of specific parts of our program 
that we can put school health work on a scientific basis. Let us all deter- 
mine that school physicians will do their part in evaluating their own work 
and the work of others taking part in the health education program. 


TENTH ANNUAL CONVENTION 


The Tenth Annual Convention of the American Association of School 
Physicians was held in New Orleans, La., on October 20-23, 1936. 

The attendance, though not as large as usual, was representative of 
every part of the United States. 

The program contained many valuable contributions to the field of 
school health service. 

The business session, (see full report published elsewhere) acted favor- 
ably on several matters of vital importance to the expansion of the associa- 
tion and the increase of its activities. 

The following program was presented : 
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AMERICAN ASSOCIATION OF SCHOOL PHYSICIANS 
Tuesday, 9:30 A. M. First Session—Assembly Hall North, Auditorium. 
Presidential Address. Charles C. Wilson, M.D. 

Some Aspects of School Health Administration. Edward S. Godfrey, Jr., 

M.D. 

Health Service in Schools. Felix J. Underwood, M.D. 
Dental Care for Children. 
Wednesday, 2.30 P. M. Second Session—Concert Hall, Auditorium. 
The School Physician and the Teaching of Hygiene. Charles H. Keene, 
M.D. 
Study of Child’s Sleep. Glenville Giddings, M.D. 
Some Experiences with Tonsillectomy. J. L. Bowman, M.D. 
Health Education. Fannie B. Shaw. 
Thursday, 8:00 A. M. Room C, Hotel Roosevelt. Business Session. 
Breakfast. 


HEALTH OFFICERS AND PUBLIC HEALTH NURSING SEC- 
TIONS AND AMERICAN ASSOCIATION OF 
SCHOOL PHYSICIANS 


Joint Session—Auditorium, Auditorium 
The Use of Lay Boards by Official Health Agencies. Olivia Peterson, 
R.N, 
Discussion. Burke Diefendorf, M.D. 
The New York State Program for the Control of Pneumococcus Pueu- 
monia, Edward S. Rogers, M.D. (Stereopticon Illustration. ) 
Care of Communicable Disease in the Home. 
Public Health Nursing. Alma C. Haupt, R.N. 
Health Officer. J. B. Black, M.D. 
Illinois School Health Activities. Frank J. Jirka, M.D. 


PUBLIC HEALTH NURSING SECTION AND AMERICAN ASSO- 
CIATION OF SCHOOL PHYSICIANS 
Joint Session—Assembly Hall South, Auditorium 
N.O.P.H.N. Survey and the School Nursing Situation. Dorothy Deming, 
R.N. 
School Nursing in a Generalised Nursing Program. Grace Ross, R.N. 
Discussion. Ametia Grant, R.N. 
Development and Correction of Defective Speech in Children. Frederick 
Van Doren Martin, Ph.D. 


Advantages of Nursery Schools. C. L. Outland, M.D. (Stereopticon 
Illustration. ) 
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CHILD HYGIENE SECTION AND AMERICAN ASSOCIATION 
OF SCHOOL PHYSICIANS 


Joint Session—Assembly Hall North, Auditorium. 


The Place of Physical Education in Schools. Vaughn S. Blanchard. 

Discussion. Jessie R. Garrison. 

Health Services in Schools in Alabama. J. S. Hough, M.D. 

Heliotherapy in Its Application to Conditions Found in Infants and School 
Children. Charles James Bloom, M.D. 

The Economic Factor in School Child Health. Walter S. Cornell, M.D. 


ANNUAL BUSINESS MEETING 


The Annual Business Meeting of the American Association of School 
Physicians was held in New Orleans on October 22, 1936. 

The attendance was large and representative. Dr. Sundwall, Vice- 
President of the Association presided. 

The question of revising the Constitution to admit to membership in 
the Association, dentists and other school health workers was freely dis- 
cussed. 

All speakers favored such action. 

The following resolution was then unanimously adopted : 

MOVED, That a Committee of five be appointed by the acting Presi- 
dent, Dr. Sundwall, to revise the Constitution so as to make provision to 
membership of new types of school health personnel, to define more clearly 
the relationships of the State Societies and the National Association and 
to make such other recommendations as may seem beneficial. 

The Committee to make a preliminary report to the President of the 
Association of School Physicians in December, 1936, and its final report 
to the Annual Meeting of 1937. 

, A vote of appreciation was given to the many prominent dentists, of 
their interest in the dental care of children, and of their desire to actively 
participate with the Association in its program of child health. 

The necessity of school medical inspectors working in full co-operation 
with local medical societies was stressed. The importance of school health 
service should be presented to every county medical society. 

The preparation of a standard set of questions for Civil Service Ex- 
aminations for school physicians, was urged. 

The possibility of obtaining financial assistance, under the Social Se- 
curity Act, to enable school physicians, to do graduate work was favorably 
considered. 

Dr. Sundwall was authorized to do such as he could to obtain such as- 
sistance. 

Dr. A. O. De Weese, Director of the Placement Bureau of the Associa- 
tion, submitted his report. Seven physicians were assisted to find full 
time positions as school medical inspectors, during the past year. 
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Dr. Allan G. Ireland, Chairman of the Committee to prepare a hand 
book for school physicians submitted a valuable report. 

Dr. J. A. Myers, Chairman of the Committee on Tuberculosis, sub- 
mitted a report full of valuable information and helpful suggestions. 

Deep appreciation was expressed to those submitting reports and assur- 
ance given to make such available for publication. 

The necessity of enlarging the School Physicians’ Bulletin was urged. 

Favorable consideration was given to holding a Regional Meeting in 
Washington, D. C., in December in affiliation with the American Student 
Health and other associations. 

Dr. Sundwall was authorized to prepare the necessary program for such 
meeting. 

The suggestion that the Calendar year should be made the Fiscal year 
of the Association was adopted. 

A vote of appreciation was given to the Hotel Roosevelt for its hos- 
pitality ; to the A.P.H.A. for its splendid spirit of co-operation and to Dr. 
James M. Batchelor for his courteous attention, during the Convention. 

The Secretary-Treasurer of the Association submitted his Annual re- 
port from October 1, 1935 to October 1, 1936, which was unanimously 
adopted. 

Summarized Monthly Statement of William A. Howe, M.D., Treasurer 
of the American Association of School Physicians, of moneys received and 


expended from October 1, 1935 to October 1, 1936 


Cash received and deposited in bank during October, 1935.............. 295.04 

$361.83 
Moneys expended during October, 36) .99 
Balance in bank on November 1, 1935..............ccccccccccccccccsvce $ .84 
Cash received and deposited in bank during November, 1935............ 213.37 

$214.21 
Moneys expended during November, 1935..............ccccceeececceees 217.49 
Overdcawn at bank on December 1, 1935 $ 3.28 
Cash received and deposited in bank during December, 1935............. 574.34 

$571.06 
Moneys expended during December, 370.87 
Cash received and deposited in bank during January, 1936............... 366.90 

$567 .09 
Moneys. expended durmge January, 360.35 
Cash received and deposited in bank during February, 1936.............. 307.45 

$514.19 
Moneys expended during February, 1936...............cccccceccccccees 339.01 
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Cash received and deposited in bank in March, 1936.................45- $232.16 
$407 .34 

Moneys expended during March, 1936............. 244.40 
Cash received and deposited in bank in April, 1936.................0005- 186.94 
$349 .88 

Cash received and deposited in bank during May, 1936.................- 184.94 
$227 .50 

Cash received and deposited in bank during June, 1936.................. 270.20 
$442.96 

Cash received and deposited in bank in July, 1936...................000 111.53 
228 . 84 

Moneys expended: during. Filly, 223.45 
Cash received and deposited in bank in August, 1936...............000. 44.50 
$ 49.89 

Moneys expended during Atsmust, 23.12 
Cash received and deposited in bank in September, 1936................. 213.38 
$240.15 

Moneys expended during September, 1936...........cccsccccessecceees 182.46 


I hereby certify that these figures, representing the deposits and with- 
drawals of moneys in the account of American Association of School Phy- 
sicians, with the National Commercial Bank and Trust Company of Al- 
bany, N. Y., have been examined by me; that they appear to be correct; 
and that the balance shown above, $57.69, is the balance shown on the 
bank books at the beginning of business October 1, 1936. 


H. P. RISSBERGER, 
Accountant. 
Sworn to before me this 6th day of 
October, 1936. 
JOHN W. MOSALL, 
Notary Public, Albany County, N. Y. 
My commission expires March 30, 


1937. 
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Summary of moneys received and expended from October 1, 1935 to 


October 1, 1936: 


Received Spent 

$3,067 .54 $3,009 .85 


Balance in bank, October 1, 1936, $57.69. 


Summary of expenditures from October 1, 1935 to October 1, 1936: 


Printing letters, cards, mimeographed, etc................ccccccccecce 150.42 
Postage (stamped envelopes, Catds, 126.36 
Convention expense (at Saratoga Spa) 39.62 
Checes returned by bok 22.80 
Commission to Root-Mandabach & Co... 

$3,009 .85 


EXECUTIVE COMMITTEE MEETING 

The Executive Committee of the Association held its Annual Meeting 
on Monday evening, October 19, 1936. 

The following members were present: Dr. Sundwall, Dr. Harrington, 
Dr. Keene, Dr. Carey, Dr. Gudakunst, Dr. De Weese, Dr. Howe. Dr. 
Sundwall presided. 

Free discussion was held on admitting to active membership in the As- 
sociation, dentists, nurses and oral hygienists. 

It was finally moved by Dr. Keene, and regularly’ seconded, that the Exe- 
cutive Committee favor the admission to active membership in the Asso- 
ciation, of such dentists as may’ be engaged or interested in the promotion 
of oral hygiene among children. The motion was unanimously carried. 

It was suggested that the President-Elect of the Association should ap- 
point a committee of five, of which he shall be Chairman, to revise the 
Constitution and By-Laws of the Association and report its recommenda- 
tions to the next Annual Meeting. 
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The Executive Committee regarded the matter of dividing dues with 
State and regional associations of school physicians as closed, in accord- 
ance with action taken at the last Annual Meeting. 


ELECTION OF OFFICERS 


The recommendations of the Nominating Committee for officers for 


1937, were unanimously adopted and the Secretary authorized to cast one 
ballot for the same. 


The following were elected: 


eee John Sundwall, M.D., Ann Arbor, Mich. 
First Vice-President...... James F. Rogers, M.D., Washington, D. C. 
Second Vice-President.... Fredrika Moore, M.D., Cambridge, Mass. 
Third Vice-President..... Haven Emerson, M.D., New York, N. Y. 
Fourth Vice-President.... Harold H. Mitchell, M.D., Freeport, N. Y. 
Secretary-Treasurer....... A. O. De Weese, M.D., Kent, Ohio. 


Executive Committec, Term to Expire 1940 
John T. Phair, M.D., Toronto, Canada. 
C. L. Outland, M.D., Richmond, Va. 
J. L. Bowman, M.D., Montgomery, Ala. 
‘Business Manager, Bulletin) Wm. A. Howe, M.D., Albany, N. Y. 
Editor-in-Chief........... Chas. H. Keene, M.D., Buffalo, N. Y. 
Ass't Editor-in-Chief... ... Earle E. Kleinschmidt, Ann Arbor, Mich. 


Submitted by Committee on Nominations. 
Signed, 
C. L. OUTLAND, Chairman, 
HELEN A. CAREY, 
APHRODITE J. HOFSOMMER, 
J. L. BOWMAN. 


NEW OFFICERS OF THE ASSOCIATION 
Never in the history of the Association, has it been so ably officered, as 
at present. 
Never has the Association been so well equipped to expand its activities, 
and to increase its influence for greater efficiency in school health service. 
A brief sketch of some of its new officers appears in this number of the 


Bulletin. 
Others will follow in the December issue. 
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DR. JOHN SUNDWALL, M.D. 


Dr. Sundwall was born in Fairview, Utah, on June 12, 1880. He received 
his elementary education in the Fairview Public Schools. Following 
graduation from high school he entered the University of Chicago where 
he received the degrees of Bachelor of Science and Doctor of Philosophy 
in 1903 and 1905 respectively’; M.D. received from John’s Hopkins Uni- 
versity in 1912. 

He became a fellow and assistant in the Department of Anatomy at the 
University of Chicago in 1906; made Professor of Anatomy and Dean of 
Medical School at the University of Utah in 1907 ; named Hygienic expert 
U.S. Public Health Service in 1910; in 1912 he became an Assistant Sur- 
geon in the same service; in 1913 he resigned the aforementioned position 
to assume the position of Professor of Anatomy, Secretary of the Medical 
School, and Director of the University Health Service at the University of 
Kansas, remaining in this capacity until 1918, when he became Professor 
of Hygiene and Public Health, and Director of the University of Health 
Service at the University of Minnesota. He remained here until 1921, 
when he resigned to accept his present position at the University of Michi- 
gan. He is Director of the Division of Hygiene and Public Health and 
Professor of Hygiene and Public Health. 


Dr. Sundwall is a member of leading honorary medical and public health 
societies. Thus far in his career he has made many important contributions 
to the public health movement by reason of participation in the work of im- 
portant national committees and as a result of his pioneering in the field of 
health service and health education. In addition he has contributed ex- 
tensively to the literature. 


As President of the American Association of School Physicians, he brings 
to the organization an abundance of experience, and years of successful 
administration in school health programs. 


HAROLD H. MITCHELL, M.D. 


While Dr. Mitchell's experience in public health has been varied in num- 
erous public health surveys, as epidemiologist, Division Sanitary Inspector 
during the war, and Medical Director of the School Health Study of the 
American Child Health Association, his special interest has been school 
health problems. This interest led to a year’s study of educational methods 
and administration at Teachers College, Columbia. He was Director of 
School Hygiene at Fall River, Massachusetts; for the past 3 years has held 
a similar position at Freeport, New York. He is chairman of the Commit- 
tee on School Health of the American Academy of Pediatrics. 
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WILLIAM A. HOWE, M.D. 


Dr. Howe was graduated from Hobart College in 1885 and from the 
College of Physicians and Surgeons, (Columbia) in 1888. 

After 21 years of general practice he entered the New York State Health 
Department, as Director of the Division of Communicable Disease. He 
was soon made State Deputy Commissioner of Health which position’ he 
held for nearly four years. 

In 1915 he was made State Medical Inspector of Schools in the State 
Education Department. He organized and administered the School Medical 
Inspection Service in the State until October 1, 1934. 

He has always been deeply interested in health education, in its applica- 
tion to children. 

He has been prominent in many medical and health organizations. 

On his suggestion the American Association of School Physicians was 
organized in 1927. 

He became its first President. 

Since 1928 he has been Secretary-Treasurer of the Association. 

In 1929, he started the School Physicians’ Bulletin and has since con- 
ducted its affairs. 


CHARLES H. KEENE, M.D. 


Dr. Keene received both his academic and medical degrees from Harvard 
University. For several years he practiced medicine in Boston and in 
Lowell. From 1909 to 1919 he was Director of Hygiene and Physical Edu- 
cation in the Pennsylvania State Department of Public Instruction. From 
1925 until now he has been Professor of Hygiene and Director of Physical 
Education in the University of Buffalo. 

He has been officially identified with several national health organizations 
to which he has contributed much. 

He is the author of many articles in the field of school health and physi- 
cal education and of several text books on School Administration and Hy- 
giene. 

He has a broad conception of the fundamental principles of school medi- 
cal inspection and health service. Under his able leadership as Editor-in- 
Chief of the School Physicians’ Bulletin, success is assured. 


A. O. DE WEESE, M.D. 


Dr. De Weese was graduated from the Indiana State Teachers’ College 
at Terre Haute; attended Indiana University, and finished his medical edu- 
cation at the University of Louisville Medical School. 

He has had wide experience in public school, college, and medical educa- 
tional work. He taught in the Louisville Normal and Louisville Dental 
College, and for six years was a teacher in the University of Louisville 
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Medical School. From there he went to the Ohio State College at Kent, 
where he has been for the past thirteen years. There he has developed one 
of the outstanding Student Health Services for Teachers’ Colleges in the 
country. 


For a number of years he has been an active worker and officer in this 
and other national medical educational associations, and has always been an 
ardent champion for medical leadership in public health and health educa- 
tion activities. 

He has always been a successful leader. With him as Secretary-Treasurer 
the Association is bound to enjoy even greater success than in the past. 


EARL E. KLEINSCHMIDT, M.D. 


Dr. Kleinschmidt received his early education in the Ann Arbor Public 
Schools and at the University of Michigan. He holds the degrees of 
Bachelor of Science, Master of Science (Physiology), Doctor of Medicine, 
and Doctor of Public Health. He is a Diplomate of the National Board 
of Medical Examiners. Dr. Kleinschmidt has carried out research and con- 
tributed papers on the metabolism of the brain, vitamin A, and the history 
of public health. Since graduation from medical school he has been em- 
ployed as Director of School Health of the Ann Arbor Public Schools, and 
since 1935, has been associated with the Division of Hygiene and Public 
Health, University of Michigan, instructing in School Hygiene, Physiologic 
Hygiene, and Preventive Medicine. 

His exceptional training and wide experience will bring to the Sc/ool 
Physicians’ Bulletin, as Assistant Editor-in-Chief, much of value. 


CHARLES L. OUTLAND, M.D. 


Charles L. Outland was born in North Carolina in 1891. After complet- 
ing public schools in his native state, he took pre-medical work in Pennsyl- 
vania, entered the Medical College of Virginia in Richmond in 1913, was 
graduated in 1917. 


Following 18 months service in France he joined the North Carolina State 
Health Department and was assigned to duty as Health Officer for a city 
and county. After 3 years service he served the American Relief Associa- 
tion and spent one year in the Balkans in charge of a hospital, returning to 
health work he became associated with the City Health Department as Chief 
Medical Inspector. In 1932 he was elected Medical Director of City 
Schools, which position he still holds. 

Dr. Outland is a member of the following medical organizations: Ameri- 
can Medical Association, Member and Fellow of the A.P.H.A., Southern 
Medical Association, American Association of School Physicians, Richmond 
Academy of Medicine, and Medical Society of Virginia. 
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NEW JERSEY SCHOOL PHYSICIANS ORGANIZE 


At a meeting of the school physicians of New Jersey, held at the Academy 
of Medicine at Newark, on November 9, 1936, the New Jersey Associa- 
tion of School Physicians was organized. The following officers were 
elected : 

Dr. H. B. Silver, Newark, President; Dr. N. J. Quinn, Atlantic City, 
First Vice-President; Dr. J. E. McCormick, Newark, Second Vice-Presi- 
dent; Dr. A. H. Horland, Newark, Secretary-Treasurer. 

The following councilors were appointed: C. J. Holmes, M.D., Newark; 
J. Shapiro, M.D., Union City; I. Pyle, M.D., Jersey City; E. N. Huff, 
M.D., Bergen. 

An excellent program was presented by prominent school physicians of 
the State. 

The attendance was large and much interest manifested. Plans were 
adopted for the mobilization of the school physicians of the State, to insure 
greater efficiency of the service, under medical leadership. 

The next meeting will be held in Atlantic City in June, 1937, in affiia- 
tion with the State Medical Society. 

The American Association of School Physicians welcomes and congratu- 
lates this new acquisition of united forces to the field of school health. 


AN EXCELLENT SCHOOL HEALTH FROGRAM 


Long Beach, California, maintains an excellent school health program. 

It contains many valuable features. It is well integrated. It would be 
helpful to others. Should you be interested write to its Supervisor, Dr. 
James Houloose, Long Beach, California. 


SPRINGFIELD (ILLS.) SCHOOL HEALTH PROGRAM 


The Board of Education of Springfield, Illinois, has recently published 
its 1935-36 report on School Health Service. 

It represents an excellent service that would be of interest to others en- 
gaged in health work in schools. 

In its transmission to the Board of Education of the city, Dr. G. Koehler, 
director of the service, says in part: 

“It is hoped that this report and the information that it contains concern- 
ing health of the school children may be aidful in helping the parents do 
intelligently, the things that are necessary to protect and promote the 
health of their children attending either the public or parochial schools in 
the Springfield School District.” 
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REGIONAL MEETING OF THE AMERICAN ASSOCIATION 
OF SCHOOL PHYSICIANS 


December 28-31, 1936 
Wardman Park Hotel, Washington, D. C. 


1. The Nursery School Movement. By Dr. Charles L. Outland, Medical 
Director of Public Schools, Richmond, Va. 

2. Evaluation of Health Rules in the Nursery School. By Miss Donna- 
bel Keys, Instructor in Physical Education, Ypsilanti State Normal 
College. 

3. Health Education in the Elementary School Curriculum. By Dr. 
Annette M. Phelan, Staff Associate in Education, National Society 
for the Prevention of Blindness. 

4. Science Teaching as an Aid to Health Education. By Mr. A. N. 
Zechiel, Tower Hill School, Wilmington, Del. (Member of Commis- 
sion on the Relation of School and College of the Progressive Educa- 
tion Association ). 

5. Report of the Committee for Co-operative Study of Secondary School 
Standards and Accrediting Procedures. By Dr. Carl A. Jessen, Senior 
Specialist in Secondary Education, Office of Education, U. S. De- 
partment of Interior. 

This meeting will be held in co-operation with the Annual Convention 


of the American Student Health, the National Tuberculosis and other ’ 


associations. 

The program of the four days will contain many valuable and helpful 
contributions to the field of Student Health. 

All School Physicians are urged to attend. 

School Physicians’ Bulletin: 

I am very glad to receive the Bulletin. Perhaps you may be interested 
in the work of our County Health Unit. Davis County is a small county, 
about 14,000, and it is the only county in the State with a full-time health 
unit. We have two nurses, a sanitarian and a physician, with a budget of 
$8,000. Every school child has a physical examination each year and baby 
conferences are held monthly in each ward. Any child may have a basal 
matabolism test, be vaccinated for small pox, diphtheria or typhoid, have 
his deciduous teeth filled or extracted. his permanent teeth cleaned or 
straightened, without any cost. 

I take my dental instruments to the schoolhouse and children come from 
their classes for dental work. I think school physicians should pay more 
attention to children’s teeth. I have never had any dental training, but I 
find this is the most interesting part of our health work. 

Yours truly, 
SUMNER GLEASON, M.D.. 
Kaysville, Utah. Nov. 1, 1936. Health Commissioner, 
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EXAMINATION OF THE FEET IN SCHOOL MEDICAL 
INSPECTION 


3v W. B. Cornet, M.D.., 
Menands, N. Y. 


Routine examination of the feet is an important part of school medical 
inspection. In this work at the West Albany School we hit upon a method 
which seems worthy of reporting. The spacious room where we work at 
this school has a flooring of composition tile blocks about nine inches square, 
colored brown and black. The child is instructed to stand barefooted in one 
of the black blocks, first stepping on a pad made of several paper towels 
moistened in an antiseptic solution. The child should stand naturally with 
weight evenly distributed and instructed not to move the feet. After five 
to ten seconds he is requested to step quickly backward. A good impres- 
sion of the foot is left on the smooth non-absorbent black surface and an 
excellent idea of the position in which the foot is held and the condition of 
the arches is obtained. The impression quickly evaporates or may be wiped 
away and we are ready for the next child. The method is recommended 
for its speed, simplicity and ease of application. 


LIP READING AND THE INTELLIGENCE QUOTIENT 
OF THE HARD OF HEARING CHILD* 


Recent surveys in the public school system of the United States 
revealed that three million of the fifty million school children, or 6 per 
cent, have imperfect hearing. Also it is believed that deafness is on the 
increase despite the rapid progress made by all institutions interested in 
checking this defect. 

Why should educational institutions be concerned with the hard of 
hearing child? Because his handicap segregates him from the normal 
child, making him less fit to develop into a helpful citizen in his adult 
years. 

This paper is a preliminary presentation of the scholastic and_per- 
sonality changes attendant on the irremediably hard of hearing child. 
Although he may not realize it, much of ordinary conversation is missed 
at home, at school and at play. His parents nag him for inattention 
and his teachers brand him “hard to teach.” 

He often develops an inferiority complex or becomes an_ introvert 
with its usual characteristics, or an aggressive bully, bidding for the 
center of attraction by lying, stealing and so on. 

*This excellent paper appears in full in the Journal of the A.M.A. on August 29, 
1936. It is well worth the careful consideration of all School Physicians and Educa- 


tors. We congratulate Dr. Hofsommer on her valuable contribution to an impor- 
tant phase of School Health Service. 


| 
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CONCLUSION 


1. The education of the unassisted hard of hearing child is an interrupted 
learning, an imperfect acquisition of knowledge. 

2. The hard of hearing child should not be segregated from the public 
school class room, but lip reading should be a part of the curriculum. 

3. The hard of hearing child in a majority of cases has a low intelligence 
quotient because of lack of educational experience and not because of 
deficient mentality. 

4. Lip reading was given in the public schools of Webster Groves, 
St. Louis County, to a group of hard of hearing children. After from 
one to three years 47 per cent showed an increase in their intelligence 
quotient, 41.1 per cent showed no change, and 11.7 per cent showed a 
drop in their intelligence quotient. In 76.4 per cent definite class room 
improvement was made, and all showed marked betterment in behaviorism. 

5. In contrast, another group of hard of hearing children who refused 
lip reading showed no increase in their intelligence quotient during the 
same period, but 75 per cent showed a drop; only 18.7 per cent made 
class room improvement, and all were character problems. 


WORDS OF WISDOM 


Health for all; all for health. 

Silence is the mother of truth.—Disraeli. 

Intelligence is the most potent factor that can be directed against 
disease. 

Nature is wiser than we give her credit for being —Dr. Oliver Wendell 
Holmes. 

The will is only free when it is free from the delusion of self and its 
desires—Paracelsus. 

A little thing comforts us because a little thing afflicts us—Pascal. 

He that strives to touch a star, oft stumbles at a straw.—S penser. 

The talent of success is nothing more than doing what you can do well; 
and doing well whatever you do, without a thought of fame. 
fellow. 


The worst kind of shame is being ashamed of frugality or poverty.— 
Livy. 


Long- 


A good book is the best of friends, the same today and forever.—Tup- 
per. 

Travel is a wonderful stimulant of thought and promoter of readjust- 
ments. 

The education that you deny today to any child is lost forever.—Ray 
Lyman Wilbur. 

Egoism is natural, normal and essential. Without it our personalities 
could not develop along socially efficient channels. 
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PERSONALITY OF THE TEACHER 


The personality’ of the teacher is reflected in the methods she employs 
in guiding children. The teacher who has acquired a wholesome personality 
knows the value of encouragement, of praise, of the sense of humor and of 
hearty laughter, of a cheerful countenance, of respecting the individuality 
and sensibility of each child, of developing and strengthening the bonds of 
affection and goodwill between the child and the teacher, the class and the 
school. Children, like plants, need rays of sunshine and warmth to stimu- 
late growth and development. The most important source of sunshine and 
warmth in a classroom is the radiant personality of a physically, mentally 
and spiritually healthy teacher. The totally healthy teacher never uses 
sarcasm, never nags, never scolds, never finds fault, never uses anger or a 
loud voice as a means of pupil control. These destructive measures serve 
to break the bonds of respect and confidence, of goodwill and warm rela- 
tionship which must exist between child and teacher to achieve any valu- 
able results through the teaching and learning processes. Teachers who 
exert the best influence on children know not only the individual abilities 
and potentialities of children but also their limitations, their weaknesses, 
their undesirable attitudes and unsocial reactions: but instead of finding 
fault, and using other destructive tools or devices, they’ become sympathe- 
tically objective in their attitude, seek causes for the child’s deficiencies or 
maladjustments, and then set out to be constructivey helpful to the child 
by guiding him patiently to remedy his defects, to overcome his deficiencies, 
and to become better adjusted. 

Leon W. Govpricu, Ph.D., Mental Hygiene News. 


If the teacher is really concerned about the health of her pupils she will 
observe them with care in the schoolroom and on the playground. 


One inch of joy surmounts of grief a span, 
3ecause to laugh is proper to the man. 


THE GROVE SCHOOL Beverly Farms. Inc. Home and 
Madison, Conn school for 

N. Y. ‘Phone Watkins 9-0155 
A progressive country boarding school, adults. Successful social and edu- 

co-educational and non-sectarian, with 
completely individualized instruction, cational adjustments. Occupational 
adhering to the curriculum of the New therapy. Dept. for birth injury 


York State Board of Regents. é 
The Grove School jis designed for cases. Healthfully situated on 220- 


nervous and backward children and 


NORMAL children, from three to acre tract, 1 hr. from St. Louis. 
eighteen, who have made an_unsatis- 
factory adjustment at home or school. 7 well-equipped buildings, gymna- 


Its program lays special emphasis on 4 
habit re-education and character de- sium. 39th year. Catalog. Groves 


velopment. Blake Smith, M.D., Supt., God- 
JESS PERLMAN frey, Ill. 


Director 


Please mention THE BULLETIN when corresponding with its advertisers 


| 
ll; 
ip- 
ay 
es 


< 
Fi 
y 4 


and CUR 


ATHLETE’S FOOT 


AMERICAN 
FOOT BATHS 


A Y%% solution of Hy- 


pochlorite when used in 


American Foot Baths 
will KILL Athlete’s Foot 
Fungi in less than 30 
seconds. Absolutely 
harmless and guaranteed 
to do the Job. 

Send today for com- 
plete information on this 
ESSENTIAL to GOOD 
HEALTH and CLEAN- 
LINESS. 

Rid your school of Ath- 
lete’s Foot QUICKLY. 


E 


~ 


The School 
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Maga- 
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Fort Orange Press. 


must have prompt and efficient 
attention. These together with 
complete equipment and low 
production costs permit low 
unit prices. 


Inquiries are solicited 


Fort Orange Press, Inc. 
883 Broadway 
Albany, - - - New York 


AMERICAN 


PLAYGROUND DEVICECO. 


ANDERSON, INDIANA,., U.S.A. 
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Dr. Frederick Martin 


announces the removal of his 


Clinic for Speech Correction 
from 


Ithaca, New York 
to 


Bristol, Rhode Island 


Speech and Voice Disorders 
also 
Development of Speech in 
Retarded Children 


communications 
MARTIN HALL 
Rhode Island 


Address all 


Bristol 
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